Subject: 

Melendez-diaz brainstorming session/ Lunch provided 

Location: 

Room 123 

Start: 

7/9/2009 11:30 AM 

End: 

7/9/2009 1:00 PM 

Show Time As: 

Tentative 

Recurrence: 

(none) 

Meeting Status: 

Not yet responded 

Organizer: 

Nassif, Julianne (DPH) 

Required Attendees: Salemi, Charles (DPH); O'Brien, Elisabeth (DPH); 


Zhi (DPH); Feiden, Stacey (DPH); Saunders, Della (DPH); Glazer, Lisa (DPH); 
Medina, Nicole (DPH); Frasca, Daniela (DPH); Tran, Mai (DPH); Renczkowski, 
Daniel (DPH); Piro, Peter (DPH) 


Optional Attendees: Hanchett, James (DPH) 
Resources: Room 123 


Let's get together to discuss short and long term strategies for dealing with the Melendez-Diaz Decision. 
Lunch will be provided. 

Thanks, Julie 

PS - If I have inadvertently left anyone off the list please forward this invitation to them. 
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